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' Office of Legislative Counsel 
Washinaton, D.C. 20505 VE. Zo 
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Mr. James 0. Bush | | 


Permanent Select Committee on Intelligence 
House of Representatives 


I understand you asked for material 
on the make-up of the functional collection 
committees... The enclosed does not contain 
names and phone numbers. If you really 


need them, let's sit down and talk about it. 
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Committee 
(See 


Committee 
(See 
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“DCI COMMITTEES 
AND THEIR 
MAJOR STANDING SUPPORTING ELEMENTS 


on Exchanges (COMEX) 
DCID 2/6) 


on Imagery Requirements and Exploitation (COMTREX) 
DCID 1/13) 

Exploitation Research and Development Subcommittee 
Imagery Exploitation. Subcommittee 

Imagery Collection Requirements Subcommittee 
Sanitization and Decontrol Working Group 

Mapping, Charting, and Geodesy Working Group 
National Imagery Data Base Working Group 

ADP ‘Data Handling Coordinating Group 

T-KH Modification woneing Group 


Critical Collection Problems Committee (CCPC) 
(See DCID 2/2) 


Subcommittee on ‘International Terrorism . 
Subcommittee on Narcotics-Intelligence 


Economic Intelligence Committee . (EIC) 
(See DCID 3/1) 


- Subcommittee on Electronics and Teleconmunications 


Subcommittee on Energy 
COMINT Guidance Panel» 
Subcommittee on neGRIcSHeNSS and Coordination 


Human Resources Committee (HRC) 
. (See DCID 1/17) 


Assessments Subcommittee 

Plans and Programming Subcommittee 
Guidance and Requirements Subcommittee 
Orientation and Training Advisory Group 


Intelligence Information Handling Committee (IHC) 
(See DCID 1/4) 


Data Standards Panel 
Micrographics Working Group 
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Scientific and Technical Intelligence Committee (STIC) 
(See DCID 3/5) 
Ad Hoc Working Groups only . 


Security Committee (SC) 
(See DCID 1/11) 
Compartmentation Subcommittee 
Computer Security Subcommittee 
Research and Development Subcommittee 
Technical spr venidance euncermeasunes Subcommittee - 


SIGINT Commit e 


Weapon and Space Systems Intelligence Committee (WSSIC) . 
(See DCID 3/4) 

Aerospace Defense Systems Subcommittee 
Air Weapon Systems Subcommittee 

. Ballistic Missile Systems Subcommittee 
Ground Weapon Systems Subcommittee 
Space Systems Subcommittee 
Naval Weapon Systems Subcommittee 


Attachment: 
DCID 1/3, Committees of the Director of Central Intelligence 


CORD LT 
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DIRECTOR OF CENTRAL INTELLIGENCE DIRECTIVE NO. 1/3? 


COMMITTEES OF THE DIRECTOR OF CENTRAL INTELLIGENCE 
(Effective 18 May 1976) 


Pursuant to Section 102 of the National Security Act of 1947, Executivé Order 11905 
and National Security Council: Intelligence Directives, it is hereby directed that the 
composition, organization and general rules of procedure for committees of ‘the 
Director of Central Intelligence are hereby established. 


1. Purpose ; , a. 7 
The purpose of this directive is to standardize matters applicable to all committees 
established by Director of Central Intelligence Directives in support of the Director's 


Intelligence Community responsibilities. 
2. Cotapastigr and organization 


a. ‘Each committee will consist of a chairman desinated by the’ Director of 
Central Intelligence and normally of designated representatives of the chiefs of 
the organizations which are members of the United States Intelligence 
Community, as defined in Section 2. (b) of Executive Order 119035. The 
committee chairman may invite a representative of the chief of any other 

‘organization having functions related to the national security to participate with 
the committee whenever matters within the purview of that organization are to 
be discussed. With approval of the Director of Central Intelligence, a committee 

_ chairman may grant associate membership to the representative of any non- 
Intelligence Community organization that has a eontiasine involvement with 
the work of the committee. 


b. Each committee will be supported as necessary by subcommittees, working 
groups, advisory groups or other supporting units as approved by the committee 
chairman or as provided in applicable DCIDs. The chairmen of supporting 
elements will be designated by the parent committee chairman. Membership on 
the subcommittees or other. supporting elements of a committee need not be 


limited to member agencies of the committee but may be extended by the parent - 


committee chairman to representation from other departments and agencies 
having related functional responsibilities or support capabilities. 


c. Each committee will have a secretariat to be provided by the Central 
Intelligence Agency, or a full-time support staff to be manned by the various 
organizations of the Intelligence Community under arrangements approved by 


the DCI. 
3. Rules of procedure 


a. Each committee shall meet upon the call of the chairman or at the request 
of any of its members. Items may be placed on the agenda of a committee by the 


'This dicective supersedes DCID No. 1/3 effective 3 December 1974. 


1 


-corpy WN2 Gg? 
Approved F For Release 2004/09/03 : CIA- RDP81M00980R001700070072- 


2 No. 1/3 


8 


APPHSMPAE OR Release, 2p0 M0103, : CAR PEHNMCORE 000790070072 4, 
chairman or any member of the committee. 


b. The committees and their subordinate groups will seek to reach decisions 
and recommendations by agreement. Statements of decisions and 
recommendations of the committee will be formulated by the chairman with 
consideration given to views of the member. At the request of a dissenting 
member, the chairman will refer the decision or recommendation along with the 
dissenting opinion or opinions to the appropriate higher authority. 


c. Each committee shall exercise primary sesponsibilities with respect to: 
matters assigned. to it as set forth in the DCID establishing the committee, and 
shall coordinate with other committees established by DCIDs in areas of joint or 
overlapping concern. Le = 


d. Overview of the Director of Central Intelligence committees, on behalf of 
the Director, will be exercised by his Deputy for the Intelligence Community. 


e. Each committee shall: subinit an annual report to the Director of Central 
intelligence upon his call, and such other peports as the Director may request. 


George Bush 
Director of Central Intelligence 
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